January  1^4/. 


U BRAKY 


To  the  Chairman  and  iviembers  of  tne 

Bridcv^ater  Port  Sanitary  Authority. 

Gentlemen, 

I have  tne  honour  to  submit  my  report  for  the  year  ending 
December  plst.  1941. 

The  nealth  of  the  Port  has  been  satis^’actoiy  throughout  the 

I 

year,  no  cases  of  infectious  disease  having  been  reporteo.  A feir* 
cases  of  venereal  disease  and  scabies  have  been  brought  to  ray  notice, 
and  these  v,ere  given  the  limited  treatment  possible  during  their  short 
stay  in  the  Port. 

The  Sanitary  Inspector’s  Report  is  appended,  together  v/ith 
statistics  of  the  shipping  which  owing  to  Vvar  conditions  has  been 
entirely  coastwise. 

G.  h.  PRINGLj-i. 

Port  Medical  Officer. 
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January,  lj42. 


The  Medical  Officer  of  Health. 

Hridgwater  Port  Sanitary  Authority. 

Sir, 

I nave  to  report  that  during  the  year  ending  December  dlst. 
1941,  the  usual  inspections  of  vessels  arriving  at  the  Port  has 
been  fully  maintained,  and  the  results  are  set  out  in  the  report 
submitted. 

All  defects  enumerated  were  put  right  previous  to  the  vessels 
leaving  Port  without  tne  issuing  of  any  statutory  notices. 

Ho  rats  have  been  found  to  exist  on  board  any  vessel  during 
the  year. 


(Signed) . JamHS  SmahT. 
Sanitary  Inspector. 
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